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9109160303 Forwards corrected monthly operating rept for Jul 1991 for Zion Unit 2.
JOYCE.T.P. Commonwealth Edison Co. 91 /09/09. Document Control Branch (Docu-
ment Control Desk). 1p. 59119:251-59119:252.

-9109160305 Corrected monthly operating rept for Jul 1991 for Zion Unit 2,consisting of
operating data.
HERRON.R. Commonwealth Edison Co. 91/07/31.1p. 59119:252-59119:252.

V. Operator Examinations

9109100265 Confirms arrangements for evaluation of requalification program.scheduled
for wks of 920127 & 0203.Ref matis requirements encl.

WRIGHT.G.C. Region 3 (Post 820201). 91/09/04. REED.C. Commonwealth Edison
Co. 9pp. 59022:311-59022:320.

DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT

F. Security, medical, emergency & fire protection plans

9109060183 Concludes that rev 2 to facility security manual consistent w/provisions of
10CFR50.54(p) & therefore acceptable.

GREGER.LR. Region 3 (Post 820201). 91/08/23. EVERS.K.H. Wisconsin Public
Service Corp. 3pp. 59034:201-59034:203.

9109030126 Revised EPIPs,including Rev R to EP-AD-1,Rev N to EP-AD-3, Rev N to
EP-AD-4,Rev V to EP-AD-7,Rev V to EP-AD-8,Rev J to EP-AD-14 & Rev G to EP-
EOF-7.
EVERS.K.H. Wisconsin Public Service Corp. 91/08/26. 97pp. 58928:049-58928:148.

9109050011 EPIPs including.Rev N to EP-ENV-2,Rev M to EP-ENV-3C,Rev L to EP-
ENV-4A,Rev L to EP-ENV-4B & Rev K to EP-RET-2B.W/ 910829 Itr.
EVERS.K.H. Wisconsin Public Service Corp. 91/08/29. 39pp. 59030:001-59030:060.

(Document Control Desk). 1p. 59126:353-59126:353.

P. Operating llo

nts & correspondence

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re "Books
of TS Interpretations Already Performed at Plants." Forwards documents listed in app

PHILLIPS.J.D. Division of Freedom of Information & Publications Services (Post
890205). 91/06/27. WILLIAMS.O.G. JRA Associates. 4pp. 59135:126-59135:267.

-9012310121 Discusses review of Region II concern re Tech Specs covering diesel
generator testing.Concern re operation & maint practices should be addressed.
CALVO.J.A. Technical Specifications Branch. 90/12/18. HANNON.J. Project Director-
ate HI-3. 5pp. 59135:226-59135:228.

9109050075 Forwards Rev 3 to WCAP-11476. "Handbook on Flaw Evaluation
Kewaunee.Unit 1 Steam Generators Upper Shell to Cone Weld." Proprietary Suppl 1
to "Kewaunee Unit 1 Steam Generator Upper Shell to Cone Welds Steam Genera-
tor..." withheld.

EVERS.K.H. Wisconsin Public Service Corp. 91/08/30. Document Control Branch
(Document Control Desk). 2pp. 59019:055-59019:268.

-9109050080 "Handbook on Flaw Evaluation Kewaunee.Unit 1 Steam Generators
Upper Shell to Cone Weld."

SCHMERTZ.J.C., ADAMONIS.D.C. Westinghouse Electric Corp. WCAP-11476 R03.
91 /OS/31.147pp. 59019:057-59019:268.

9109100313 Submits response to NRC request for add! info re Proposed Amend 102 to
License DPR-43,changing Tech Spec Table 3.5-2 to revise nomenclature for permis-
sive P-6 setpoint,

STEINHARDT.C.R.  Wisconsin Public Service Corp.  91/09/04.  Document Control
Branch (Document Control Desk). 2pp. 59083:054-59083:055.

9109240217 Forwards rev to TS 3.4-2 of TS Section 3.4, "Steam & Power Conversion
Sys." Basis statements being revised to correct combined rated relief capacity of 10
main steam safety valves.per concerns noted during 1991 refueling outage.
EVERS.K.H. Wisconsin Public Service Corp. 91/09/16. Document Control Branch
(Document Control Desk). 2pp. 59194:011-59194:012.

9109270028 Forwards info re activities at facility for review & requests results of review
& disposition of matter within 60 days of Itr date.

NORELIUS.C.E. Region 3 (Post 820201). 91/09/17. EVERS.K.H. Wisconsin Public
Service Corp. 2pp. 59216:121-59216:122.

Q. Inspection reports, IE Bulletins & correspondence

9106090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York. Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109040159 Forwards insp rept 50-305/91-15 on 910729-0808 & notice of violation.
KNOP.R.C. Region 3 (Post 820201). 91/08/26. EVERS.K.H. Wisconsin Public Service
Corp. 2pp. 58936:117-58936:128.

-9109040163 Notice of violation from insp on 910729-0808.Violation noted:licensee
performed inadequate corrective action to repeated identification of failure to perform
documented biannual reviews of safety-related procedures.
KNOP.R.C. Region 3 (Post 820201). 91/08/26. 1p. 58936:119-58936:119.

-9109040168 Insp rept 50-305/91-15 on 910729-0808.Violations noted.Major areas
inspected:licensee QA program implementation & self-assessment c

HAGUE.R.L Region 3 (Post 820201). 91/08/22. 9pp. 58936:12

9109180050 Forwards insp rept 50-305/91-17 on 910712-0831 .No violations noted.
KNOP.R.C. Region 3 (Post 820201). 91/09/12. EVERS.K.H. Wisconsin Public Service
Corp. 2pp. 59117:073-59117:085.

-9109180054 Insp rept 50-305/91-17 on 910712-0831 .No violations noted. Major areas
inspectedoperational safety.surveillance testing.maint.installation & testing of plant
mods & program to rept defects per 10CFR21.
HAGUE.R.L Regions (Post820201). 91/09/12. 11pp. 59117:075-59117:085.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

9109130081 Monthly operating rept for Aug 1991 for Kewaunee Nuclear Power
Plant.W/910909 Itr.

RUITER.G.H., EVERS.K.H. Wisconsin Public Service Corp. 91/08/31. 5pp. 59113:296-
59113:300.

9109300002 Forwards suppi data to "Kewaunee Nuclear Power Plant Semiannual Efflu-
ent Release Rept,Jan-June 1991," consisting of June 1991 proportional composites
for Sr-89 & Sr-90.

EVERS.K.H. Wisconsin Public Service Corp. 91/09/16. Document Control Branch
(Document Control Desk). 1p. 59244:169-59244:182.

-9109300004 Suppl data to "Kewaunee Nuclear Power Plant Semiannual Radioactive
Effluent Release Rept,Jan-June 1991."
* Wisconsin Public Service Corp. 91/06/30.13pp. 59244:170-59244:182.

S. Reportable occurrences, LERs & related correspondence

9109110084 LER 89-005-01:on 890310,insp of diesel generator start up air sys discover
deficiencies that could render both diesel generators inoperable.Caused by inad-
equate design.Design mod implemented.W/910906 Itr.

DRESSEN.ID.,   EVERS,K.H.   Wisconsin   Public   Service   Corp.   91/09/06.   16pp.
59095:259-59095:275.

DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2

F. Security, medical,, emergency & fire protection plans

9108300164 Responds to 910725 allegation (RIII-91-A-0057) re three individuals w/
known drinking &/or drug dependency problems being granted unescorted access to
facility.Investigation concludes no safety-related concerns or violations occurred.
PARKER.T.M. Northern States Power Co. 91/08/23. Document Control Branch (Doc-
ument Control Desk). 2pp. 58926:027-58926:028.

9109050307 Rev 12 to Prairie Island Nuclear Generating Plant Emergency Plan.W/
910827 Itr.
FEY.F.L Northern States Power Co. 91/08/27. 7pp. 59020:264-59020:270.

9109110110 Forwards Rev 14 to Corporate Nuclear Emergency Plan to incorporate
changes as result of annual internal review, update & certification of emergency plans
& agreements.

FEY.F.L Northern States Power Co. 91/08/29. Document Control Branch (Document
Control Desk). 5pp. 59099:199-59099:253.

-9109110118 Rev 14 to Corporate Nuclear Emergency Plan.(CNEP) reflecting changes
to CNEP table of content.Rev 11,Section 1,Rev 11, Section 2,Rev 9,Sections 4-6,Rev
11 .Section 9,Rev 9 & 10 & Rev 10 to App A, "Ltrs of Agreement"
* Northern States Power Co. 91708/30. 50pp. 59099:204-59099:253.

9109110004 Forwards agenda & list of topics to be covered in 911008-09 meeting re
Aug 1991 NRC rule that affects manner in which data will be transmitted during emer-
gency classifications.

NORELIUS.C.E. Region 3 (Post 820201). 91/08/30. ELIASON.LR. Northern States
Power Co. 4pp. 59053:161-59053:164.

9109250085 Provides plans for administrative control of electrical penetration fire bar-
riers.

PARKER.T.M. Northern States Power Co. 91/09/17. Document Control Branch (Doc-
ument Control Desk). 2pp. 59200:343-59200:344.

P. Operating license stage documents & correspondence

9109040057 Confirms schedule of 910926 meeting to discuss rod control sys design
susceptibilities.experience & lessons learned re recent reactor trips & potential design

or procedural corrective actions.
GREENMAN.E.G. I

. Region 3 (Post 820201). 91/08/28. ELIASON.LR. Northern States
Power Co. 1p. 58935:206-58935:206.

9109120021 Confirms agreement for util to host site visit by two NRC contractor person-
nel on 910917,18 & 19 to obtain info to enable NRC to resolve Generic Issue HF 5.1,
"Local Control Stations."

MASCIATONIO.A. Project Directorate 111-1. 91/09/05. PARKER.T.M. Northern States
Power Co. 3pp. 59104:032-59104:034.solidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.
